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CH2MHILL 

1000 WILSHIRE BLVD. 

SUITE 2100 

LOS ANGELES, CA 90017 
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SAMPSON WAY ROADWAY IMPROVEMENT - 7TH STREET & HARBOR BLVD INTERSECTION 

SITE PLAN 


Till' POUT OF LOS ANGELES 

ENGINEERING DIVISION 

425 S. PALOS VFUOFS STREET SAN PEDltO CA 90731-3309 
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